Rudy Giuliani Has Coronavirus and May’ve Infected the 
Arizona Legislature 
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Giuliani has been at the forefront of the Trump lawsuits aimed at discrediting the 2020 election results. He 
met recently with the Arizona legislature to discuss this and someone did the math. Apparently, he possibly 
had Covid when he met with them and they may have been infected by him. The Arizona legislature has 
closed down for a while as everyone gets tested. He recently tweeted that he was good okay. Oh how the 
mighty have fallen. His son has also tested positive for Covid. 
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